FIRST  REFORMED  CHURCH 

"The  Church  on  the  Green" 
Hackensack,  New  Jersey 
Organized  in  1686,  the  church  building  was  first  con- 
structed in  1696,  rebuilt  in  1728  and  1791,  enlarged  in 
1847  and  remodeled  in  1869.  The  church  cemetery  is  the 
resting  place  of  many  of  the  first  families  to  settle  in  the 
area. 
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